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the  foliage  begins   to   got   harder,  more
air can be given on quiet days.

If the sun becomes too powerful and
causes the flowers to flag, light blinds for
shade -will be needed; as an alternative,
syringe the roof and sides of the house
with whiting to which has been added a
little skim milk.

After flowering, the plants should be
plunged outdoors and watered regularly
to keep them in a healthy condition, de-
creasing the supply gradually to harden
them off.

Forcing for Winter Flowering neces-
sitates starting the pot plants under glass
in the early autumn- and using consider-
able heat from then onwards.

If ordinary ground-grown plants are
potted up in the early autumn with the
object of forcing under glass later, they
must remain outdoors for a considerable
time, placing them in cool frames when
frost comes, and not attempting to force
them the first season; they will flower a
little about May or early June.

Next year, when their roots have become
established, they can be forced for early
flowering in the usual way.

Climbing roses planted out in a green-
house need pruning each season. Cut the
weakest shoots hard back each year to
induce new growth from the base and
shorten the long shoots by about one third
their length.

Specimen rambler roses require little
pruning, other than to take out all small
snubby growth and tip the ends of the
longer shoots. When in flower they re-
quire constant watering.

BOSE MANURES.

The rose is a gross feeder, and when
once established will revel in good fare.
One of the best fertilisers after ordinary
farmyard manure is Burnt earth. See also
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wiser and save muck time to bud them on
a reliable parent stock.

Good hard wood, cut in lengths of about
9 in. from such varieties as Hugh Dickson,
Caroline Testout, G-loire de Dijon and
kindred sorts, will strike in good gritty
soil. If the ground is strong and' heavy,
a little sand in. the bottom of the trench
will help matters.

Hose Cuttings.

Propagating roses from cuttings is not
'a very sure or satisfactory method.

Practically all the newer high-coloured
varieties now so mucL admired absolutely
refuse to grow as cuttings.

A few of the old-fashioned roses and
several of the old climbing varieties will
strike from cuttings, but their progress is
so slow and uncertain it would be far

FORMAL GARDEN

An effective design suitable for Roses,
or bulbs.   The scale is 33 ft. to  lin.

The cut at the bottom of the shoot must
be close to an eye, and the shoot planted
firmly almost full depth, only about an
inch, or a little more, with an eye showing
above ground.

Climbing roses such as Crimson
Rambler, Blush Bambler, and most of the
Wichuriana climbers will strike as cut-
tings, but experience has often shown that
even these are seldom satisfactory in the
long run; they make root, throw plenty
of shoots which will grow to about 4-5 ft,
high, then suddenly stop, and refuse to
grow any taller.

The old Ayrshire roses are about' the
most satisfactory of the climbing classes
to raise from cuttings, and good hard wood
of the Common Pink China rose may make
fail bushes hi course of time.
Rose Gardens.

The principles which underlie the con-
struction of a rose garden ought- to be